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RIGHT HAND FORWARD 
EVAPORATOR 


PARTS LIST 


DESCRIPTION 
REVISION 
NUMBER 
PART NUMBER 
QTY 
ITEM 
-1 
INSTALLATION 


EVAPORATOR INSTALLATION 
D 
505AC-443-1 
1 
1 
* 


EVAPORATOR DUCT INSTALLATION 
A 
505AC-523-1 
1 
2 
* 


PLUMBING INSTALLATION 
C 
505AC-543-1 
1 
3 
* 


ELECTRICAL INSTALLATION 
C 
505AC-603-1 
1 
4 
* 


-1 CONFIGURATION 


REVISION HISTORY 


DATE 
REV 
DESCRIPTION 
AUTHOR CHECKED BY APPROVED 


5/28/19 
A 
INITIAL RELEASE 
ZA 
LS 
ZA 


7/30/19 
B 
INCREMENTED 505AC-443, -543, -603 
ZA 
LS 
ZA 


10/11/19 
C 
INCREMENTED 505AC-443 
ZA 
LS 
ZA 


1/16/20 
D 
INCREMENTED 505AC-443, -543, -603 
ZA 
LS 
ZA 


NOTES: 


1. 
505AC-101-1 OR -3 REQUIRED FOR INSTALL 


APPLICABILITY 


RELEASE DATE 2023.03.20 - REF ECR 492 


ITEM # 
P/N 
DESCRIPTION 
QTY 
TYP 


Bill of Materials 


*505AC-103-1, REV. D 


0 
*505AC-103-1, REV. D 
R/H FORWARD EVAPORATOR 
1 
KIT 


1 
505AC-443-1, REV. D 
EVAPORATOR INSTALLATION 
1 
KIT 


2 
505AC-523-1, REV. A 
EVAPORATOR DUCT INSTALLATION 
1 
KIT 


3 
505AC-543-1, REV. C 
PLUMBING INSTALLATION 
1 
KIT 


4 
505AC-603-1, REV. C 
ELECTRICAL INSTALLATION 
1 
KIT 
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